225 


Highgate Automotive Air Conditioning Catalogue EVAPORATORS 


EVAPORATORS 


QUICK - REFERENCE GUIDE 


ITEM DETAILS PAGE 
EVAPORATORS: UNIVERSAL COIL AND CASE ASSEMBLIES ................. 226 
UNIVERSAL UNDERDASH _................................................ 226 - 228 
CEILING MOUNT . . ................. sess 228 - 230 
WALL MOUNT . .............................................................. 230 - 232 
EVAPORATOR SPARES: BLOWER ASSEMBLIES на 232 - 233 
CABIN PRESSURIZERS нн 234 
COILS - UNIVERSAL ................................................... 226 & 236 
COILS - OEM REPLACEMENT (900 detailed list below) 235 - 257 
სპიე” ი." 234 
OEM Replacement Coils 
VEHICLE PAGE VEHICLE PAGE VEHICLE PAGE 
AMC - 235 HYUNDAI - 243 PROTON - 248 
AUDI - 235 ISUZU - 243 RED DOT - 249 
BMW - 235 JAGUAR - 243 SAAB - 249 
COOLTEMP - 236 KIA - 244 SANDEN - 249 
DAEWOO - 236 KOMATSU - 244 SUBARU - 250 
DAIHATSU - 236 - 237 KYSOR - 244 SUZUKI - 250 
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HINO - 241 MITSUBISHI - 246 - 247 VOLKSWAGEN - 257 
HONDA - 242 NISSAN - 247 - 248 VOLVO - 257 © 
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Evaporators: Universal 


UNIVERSAL EVAPORATOR COILS 


EV-10192 EV-10195 EV-10200 
PART No. MAKE COIL TYPE HEIGHT DEPTH WIDTH RECOMMENDED TX VALVE 
EV-10192 COOLTEMP MODINE 213 mm 185 mm 234 mm VA-27494 (NOT INCLUDED) 
EV-10195 COOLTEMP MODINE 251 mm 163 mm 251 mm VA-27494 (NOT INCLUDED) 
EV-10200 COOLTEMP MODINE 226 mm 163 mm 251 mm VA-27494 (NOT INCLUDED) 


AIR-CHIEF UNDERDASH EVAPORATORS 


EV-11202 (12 volt) EV-11242 (12 volt), EV-11244 (24 volt) 


HEIGHT: 148 mm BLOWERS: FLUSH HEIGHT: 155 mm BLOWERS: FLUSH 
WIDTH: 400 mm COIL: 22 PASS ALUM. T& F WIDTH: 420 mm COIL: 22 PASS ALUM. & F 
DEPTH: 310mm CONTROLS: R/HAND OF FASCIA DEPTH: 290 mm CONTROLS: REMOTE 
AIRFLOW: 195 cfm AIRFLOW: 205 cfm 
CAPACITY: 2,800 Kcal/hr (11,100 BTU'S) CAPACITY: 2,900 Kcal/hr (11,500 BTU's) 
replacement coil: EVC-10202 replacement coil: EVC-10242 
je EV-11247 (12 volt) +. EV-11262 (12 volt) 
HEIGHT: 150 mm BLOWERS: FLUSH HEIGHT: 168 mm BLOWERS: FLUSH 
WIDTH: 420mm СО: 22 PASS ALUM. T & F WIDTH: 367 mm СОШ: 32 PASS ALUM. T 8 F 
DEPTH: 285 mm CONTROLS: REMOTE DEPTH: 315 тт CONTROLS: ON FASCIA 
AIRFLOW: 195 cfm AIRFLOW: 200 cfm 
CAPACITY: 2,800 Kcal/hr (11,100 BTU'S) CAPACITY: 3,200 Kcal/hr (12,700 BTU's) 
replacement coil: EVC-10242 replacement coil: EVC-10262 


EV-11282 (12 volt), EV-11284 (24 volt) EV-11292 (12 volt), EV-11294 (24 volt) 
HEIGHT: 180 mm BLOWERS: UPSWEPT HEIGHT: 165 mm BLOWERS: UPSWEPT 
WIDTH: 440 mm CONTROLS: REMOTE WIDTH: 450 mm CONTROLS: REMOTE 
DEPTH: 325 mm AIRFLOW: 305 cfm DEPTH: 327 mm AIRFLOW: 310 cfm 
CAPACITY: 4,600 Kcal/hr (18,250 BTU'S) CAPACITY: 4,600 Kcal/hr (18,250 BTU'S) 
replacement coil: EVC-10282 replacement coil: EVC-10282 


EV-11312 (12 volt) 


HEIGHT: 154 mm BLOWERS: FLUSH 
WIDTH: 403 mm CONTROLS: REMOTE 
ს AIRFLOW: 200 cfm 
Berra 8250 CAPACITY: 3,452 Kcal/hr (13,700 BTU'S) 


replacement coil: EVC-10312 © 
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Evaporators: Universal 


AIR-CHIEF UNDERDASH EVAPORATORS 


Г Underdash Evaporators with Heater 


EV-11452 (12 volt) EV-11462 (12 volt) 
EV-11454 (24 volt) EV-11464 (24 volt) 
BLOWERS: FLUSH BLOWERS: FLUSH 
CONTROLS: R/HAND OF FASCIA CONTROLS: REMOTE 
CAPACITY: Cooling 10,800 BTU'S CAPACITY: Cooling 10,800 BTU'S 
Heating 2,700 BTU'S Heating 2,700 BTU'S 
DUCTING: 62mm (NOT SUPPLIED) 
HEIGHT: 140 mm HEIGHT: 140 mm 
WIDTH: 393 mm WIDTH: 393 mm 
DEPTH: 317 mm DEPTH: 317 mm 
replacement сой: EVC-10452 replacement coil: EVC-10452 


SANDEN UNDERDASH EVAPORATORS 


HEIGHT: 186 mm 
WIDTH: 423 mm 
DEPTH: 308 mm 


BLOWERS: | UPSWEPT 

COIL: 22 PASS TUBE AND FIN 
CONTROLS: REMOTE 

AIRFLOW: 310 cfm 

CAPACITY: 3700 Kcal/h (14680 BTU's) 


EV-11472 (12 volt - SANDEN 747) | 
EV-11474 (24 volt - SANDEN 848) replacement coil: EVC-11472 


UNICLA UNDERDASH EVAPORATORS 


EV-11592 (12 volt) 
EV-11594 (24 volt) 


HEIGHT: 180 mm BLOWERS: UPSWEPT 
WIDTH: 440 mm COIL: 30 PASS TUBE & FIN 
DEPTH: 350 тт CONTROLS: REMOTE 


AIRFLOW: 225 cfm 
CAPACITY: 4,800 Kcal/hr (19,050 BTU's) 


replacement coil: EVC-11592 


NOTE: LIMITED STOCK 


Technical Tip 


Because of variable factors in the calculation of the cooling capacity of an evaporator, the 
figures quoted are intended as a guide only. 


The performance of an evaporator will also be affected by such things as system design, 
airflow and condenser capacity. 


Direct comparison of evaporators based on calculated capacity alone is not recommended. 
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Evaporators: Heavy Duty 


EVAPORATORS: SLIMLINE UNDERDASH 


TYPICAL SLIMLINE UNDERDASH EVAPORATOR 
EV-11732 - 3VENT (SPECIFY BLACK OR BROWN WHEN ORDERING) 
EV-11752 - 4VENT (SPECIFY BLACK OR BROWN WHEN ORDERING) 
PART Мо. MAKE << DIMENSIONS >> COLOUR VOLTS CURRENT BLOWERS 
height width depth DRAW 


EV-11732 АМС 150 mm 760mm 360mm Specify black or brown when ordering 12 13 amps TWIN - FLUSH TOP 
EV-11752 AMC 150mm 910mm 375mm Specify black or brown when ordering 12 13 amps TWIN - FLUSH TOP 


EVAPORATORS : CEILING MOUNT 


Specifications 


CAPACITY: 9,000 BTU/hr 
AIRFLOW: 390 cfm 


HEIGHT: 100 mm 
WIDTH: 780 mm 
DEPTH: 260 mm 
ir = i MATERIAL: PLASTIC 
Air Chief COLOUR: EV-12082 GREY; EV-12092 WALNUT 
EV-12082 12volt GREY CONTROLS: PANEL UNDER UNIT 
EV-12092 12 volt WALNUT replacement coil: EVC-11082 


Specifications 


CAPACITY: 22,220 BTU/hr 

AIRFLOW: 385 cfm 

HEIGHT: 140 mm 

WIDTH: 675 mm 

DEPTH: 285 mm - = 

MATERIAL: PLASTIC Air - Chief 

COLOUR: BLACK 

CONTROLS: CENTRE PANEL EV-12102 (12 volt) 
replacement coil: EVC-11102 EV-12104 (24 volt) 


Specifications 


CAPACITY: 32,200 BTU/hr; 8,064 Kcal/hr 
AIRFLOW: 610 cfm 
HEIGHT: 173 mm 
WIDTH: 802 mm 
DEPTH: 325 mm 
: z MATERIAL: PLASTIC 
Air - Chief COLOUR: BLACK 
CONTROLS: REMOTE 
EV-12113 (12 volt) 
EV-12124 (24 volt) replacement coil: EVC-11113 


Specifications 


CAPACITY: 32,200 BTU/hr; 8,064 Kcal/hr 
AIRFLOW: 610 cfm 
HEIGHT: 170 mm 
WIDTH: 800 mm 
: : DEPTH: 350 mm 
Air - Chief MATERIAL: PLASTIC 
COLOUR: GREY 
EV-12132 (12 volt) CONTROLS: REMOTE 


EV-12134 (24 volt) 


Highgate Automotive Air Conditioning Catalogue 


Evaporators: Heavy Duty 
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EVAPORATORS 


EVAPORATORS : CEILING MOUNT 


< == 
PPM . ч.- ж 
Specifications - ~ 
." Eas ma 
CAPACITY: 22,220 BTU/hr; 5,600 Кса/нг E= == Ls 5 
AIRFLOW: 390 cfm ЕЕ luu == 
HEIGHT: 145 mm < 
WIDTH: 680 mm д : 
DEPTH: 305 mm Air - Chief 
MATERIAL: PLASTIC 
COLOUR: GREY EV-12152 (12 volt) 
CONTROLS: REMOTE EV-12154 (24 volt) 
Specifications 
CAPACITY: 38,500 BTU/hr 
AIRFLOW: 680 cfm 
HEIGHT: 174 mm 
WIDTH: 806 mm 
DEPTH: 315 mm 
AIR - CHIEF MATERIAL: PLASTIC 
COLOUR: BLACK 
EV-12172 12 volt 
EV-12174 24 volt 
Specifications 
CAPACITY: 13,780 BTU/hr 
AIRFLOW: 278 cfm (470 mè/hr) 
HEIGHT: 140 mm 
WIDTH: 530 mm 
DEPTH: 330 mm 
MATERIAL: PLASTIC 
COLOUR: BROWN 
COIL: TUBE AND FIN 
CURRENT DRAW: 13 amps @ 12v: 6.5 amps @ 24v AMC CM-500 
WEIGHT: 9 kgs 
CONTROLS: CENTRE PANEL EV-12182 12 volt 
EV-12184 24 volt 
Specifications 
CAPACITY: 16,000 BTU/hr 
AIRFLOW: 500 cfm (850 m*/hr) 
HEIGHT: 180 mm 
WIDTH: 555 mm 
DEPTH: 365 mm 
MATERIAL: PLASTIC 
COLOUR: BROWN 
COIL: TUBE AND FIN 
CURRENT DRAW: 13 amps @ 12у: 6.5 amps @ 24у 
AMC CM-1000 WEIGHT: 13 kgs 
CONTROLS: CENTRE PANEL 
EV-12202 12 volt 
EV-12204 24 volt 


Specifications 


CAPACITY: 22,000 BTU/hr 

AIRFLOW: 576 cfm (980 mš/hr) 

HEIGHT: 140 mm 

WIDTH: 900 mm 

DEPTH: 330 mm 

MATERIAL: PLASTIC 

COLOUR: BROWN 

COIL: TUBE AND FIN AMC CM-2000 
CURRENT DRAW: 25 amps @ 12v: 13 amps @ 24v 

WEIGHT: 13 kgs EV-12232 12 volt 
CONTROLS: CENTRE PANEL EV-12234 24 volt 
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Evaporators: Heavy Duty 


EVAPORATORS : CEILING MOUNT 


Specifications 


RED DOT R2000 


EV-12422 (12 volt) 
EV-12424 (24 volt) თ 


CAPACITY: 17,000 BTU/hr 
AIRFLOW: 235 cfm E 
HEIGHT: 178 mm j 
WIDTH: 458 mm а 
DEPTH: 592 mm Ph 
CASE MATERIAL: | PLASTIC რათ 
COLOUR: GREY 
COIL: TUBE AND FIN # 
CURRENT DRAW: 14 amps 6 12v: 7 amps @ 24v 
WEIGHT: 10 kgs 
CONTROLS: CENTRE PANEL - 
ә” 
RED DOT R9715 
EV-12442 (12 volt) 
EV-12444 (24 volt) 
Specifications 

CAPACITY: 39,500 BTU/hr 

AIRFLOW: 577 cfm 

HEIGHT: 221 mm 

WIDTH: 668 mm 

DEPTH: 539 mm 

CASE MATERIAL: PLASTIC 

COLOUR: BLACK 

COIL: TUBE AND FIN 

CURRENT DRAW: 22 amps 6 12у: 11amps @ 24у 

WEIGHT: 18 kgs 

CONTROLS: CENTRE PANEL 


Specifications 


CAPACITY: 15,000 BTU/hr 
AIRFLOW: 235 cfm (1002 m?/hr) 
HEIGHT: 550 mm 

WIDTH: 375 mm 

DEPTH: 205 mm 

CASE MATERIAL: STEEL 

COLOUR: WHITE 

COIL: TUBE AND FIN 
CURRENT DRAW: 10 amps @ 12v: 6.5 amps @ 24v 
WEIGHT: 13 kgs 

CONTROLS: TOP PANEL 


EVAPORATORS : WALL MOUNT 


AMC IC-06 
EV-12602 (12 volt) 


EV-12604 (24 volt) 
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Evaporators: Heavy Duty 


EVAPORATORS : WALL MOUNT 


RED DOT R5045 


FRONT VIEW 


REAR VIEW of К5045-3 
showing fresh air intake 


Specifications: R5045-2 Specifications: R5045-3 


WITHOUT FRESH AIR INTAKE 
EV-12792 (12 volt) EV-12794 (24 volt) 


WITH FRESH AIR INTAKE 
EV-12802 (12 volt) EV-12804 (24 volt) 


CAPACITY: COOLING: 33,000 BTU/hr CAPACITY: COOLING: 33,000 BTU/hr 
CAPACITY: HEATING: 46,000 BTU/hr CAPACITY: HEATING: 46,000 BTU/hr 
AIRFLOW: 430 cfm (730 т3/һг) AIRFLOW: 430 cfm (730 т3/һг) 
HEIGHT: 681 mm HEIGHT: 681 mm 

WIDTH: 535 mm WIDTH: 535 mm 

DEPTH: 234 mm DEPTH: 234 mm 

CASE MATERIAL: |. PLASTIC CASE MATERIAL: PLASTIC 

COLOUR: BLACK COLOUR: BLACK 

COIL: TUBE AND FIN COIL: TUBE AND FIN 
CURRENT DRAW: 18 amps @ 12v: 9 amps @ 24v CURRENT DRAW: 18 amps @ 12v: 9 amps @ 24v 
WEIGHT: 21.5 kgs WEIGHT: 21.5 kgs 

CONTROLS: FRONT PANEL CONTROLS: FRONT PANEL 


FRESH AIR INTAKE: INCLUDED 


RED DOT R6830 


EV-12822 (12 volt) 
EV-12824 (24 volt) 


Specifications 


CAPACITY: 17,180 BTU/hr 
AIRFLOW: 260 cfm (442 mš/hr) 
HEIGHT: 530 mm 

WIDTH: 285 mm 

DEPTH: 215 mm 

CASE MATERIAL: PLASTIC 
COLOUR: BLACK 

COIL: PLATE & FIN 
CURRENT DRAW: 14 amps @ 12v: 7 amps @ 24v 
WEIGHT: 7.3 kgs 
CONTROLS: TOP PANEL 


Specifications 


CAPACITY: 
CAPACITY: 
AIRFLOW: 
HEIGHT: 

WIDTH: 

DEPTH: 

CASE MATERIAL: 
COLOUR: 

COIL: 


CURRENT DRAW: 


WEIGHT: 
CONTROLS: 


EVAPORATORS Highgate Automotive Air Conditioning Catalogue 


Evaporators: Heavy Duty 
EVAPORATORS : WALL MOUNT 


RED DOT R7830 


EV-12842 (12 volt) 


EV-12844 (24 volt) Specifications 


CAPACITY: 17,180 BTU/hr 
AIRFLOW: 260 cfm (442 т3/һг) 
HEIGHT: 493 mm 

WIDTH: 324 mm 

DEPTH: 211 mm 

CASE MATERIAL: STEEL 

COLOUR: BLACK 

COIL: TUBE & FIN 
CURRENT DRAW: 14 amps @ 12v: 7 amps @ 24v 
WEIGHT: 11.5 kgs 
CONTROLS: TOP PANEL 


ILLUSTRATION SHOWS OPTIONAL 
MOUNTING PLATES 


RED DOT R8500 


EV-12862 (12 volt) 
EV-12864 (24 volt) 


COOLING: 15,200 BTU/hr 
HEATING: 22,000 BTU/hr 
205 cfm (348 mš/hr) 

370 mm 

445 mm 

143 mm 

STEEL 

BLACK 

TUBE AND FIN 

9.5 amps @ 12v: 4.75 amps @ 24v 
11.0 kgs 

FRONT PANEL 


Evaporator Components 


EVAPORATOR BLOWER ASSEMBLIES 


EVB-12130 


12 volt 
Plastic Case 
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Evaporator Components 


EVAPORATOR BLOWER ASSEMBLIES 


EVB-12188 
EVB-24188 


EVB-12220 
EVB-24220 


103 ლ 114 103. 
p 4 – 57 pU 
[à | È 
aM TT D um 5 I | 
22 É ° А == á | ТРЕ 
I. L| +, ქ | 
LLL h ІШІҢ 
оо 
EVB-12223 ЕТТЕН 05 
EVB-24223 T 


EVB-12225 
EVB-24225 


2 +. en = à 2 წ) რ > 
EVB-12230, EVB-24230 EVB-12240, EVB-24240 
PART No. TYPE VOLTS MOUNTING PLATE CASE AIRFLOW FAN 
LENGTH - HEIGHT SPEED 
EVB-12130 SINGLE BLOWER WHEEL 12 N-A PLASTIC NOT AVAILABLE 3 SPEED 
EVB-12188 DUAL BLOWER WHEELS 12 310 mm 77 mm PLASTIC 370 cfm 3 SPEED 
EVB-12220 DUAL BLOWER WHEELS 12 355 mm 103 mm PLASTIC NOT AVAILABLE 3 SPEED 
EVB-12223 DUAL BLOWER WHEELS 12 334 mm 135 mm 640 cfm 3 SPEED 
EVB-12225 DUAL BLOWER WHEELS 12 467 mm 186 mm 640 cfm 1 SPEED 
EVB-12230 DUAL BLOWER WHEELS 12 350 mm 145 mm STEEL NOT AVAILABLE 1 SPEED 
EVB-12240 DUAL BLOWER WHEELS 12 455 mm 150 mm STEEL NOT AVAILABLE 1 SPEED 
EVB-24188 DUAL BLOWER WHEELS 24 310 mm 77 mm PLASTIC 370 cfm 3 SPEED 
EVB-24220 DUAL BLOWER WHEELS 24 355 mm 103 mm PLASTIC NOT AVAILABLE 3 SPEED 
EVB-24223 DUAL BLOWER WHEELS 24 334 mm 135 mm 640 cfm 3 SPEED 
EVB-24225 DUAL BLOWER WHEELS 24 467 mm 186 mm 640 cfm 1 SPEED 
EVB-24230 DUAL BLOWER WHEELS 24 350 mm 145 mm STEEL NOT AVAILABLE 1 SPEED 
EVB-24240 DUAL BLOWER WHEELS 24 455 mm 150 mm STEEL NOT AVAILABLE 1 SPEED © 
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Evaporator Pressurizers 


EVAPORATOR / CABIN PRESSURIZERS 


TYPICAL PRESSURIZER 
INSTALLATION 


CABIN AIR INTAKE 

(may be rooftop unit 

or evaporator intake 
if suitable) 


AIR DUCT 
pressurizer unit to cabin 
air intake 


EVP-98712 - 12volt 
EVP-98724 - 24 volt 


PRESSURIZER UNIT 


STANDARD FILTER 
AND PRE-CLEANER 


Evaporator Components 
EVAPORATOR SPARES: Miscellaneous 


Filter: Evaporator Inlet 


FILTER SCREEN - GENERAL APPLICATION 
EVS-10600: WHITE 1000 mm x 1000 mm 


Tubing: Evaporator Drain 


| 


6 HO-12130 
EVAPORATOR DRAIN HOSE MOULDED EVAPORATOR DRAIN HOSE 
HO-10130 - 13mm (1/2") BLACK WITH 90 deg. BEND 


13 тт DIA. - 515 mm LONG © 


235 


Highgate Automotive Air Conditioning Catalogue EVAPORATORS 
Evaporator Coils: OEM Replacement 


VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
CM1000 CEILING EVAPORATOR EVC-12202 OE: 24-2524-1; 13-6010 
CM2000 CEILING EVAPORATOR EVC-12232 OE: 24-2560 


EVC-12202 EVC-12232 
VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
80,90 1987 - 09/92 EVC-15588 R12 OE: 8948201 
80,90 10/92 - ON EVC-15600 R134a OE: 8A2820103A 
А4 1995 - ОМ ЕУС-15605 ОЕ: 802820103С 
QUATTRO 1995 - 1996 EVC-15605 OE: 8D2820103C 


EVC-15588 EVC-15600 EVC-15605 
VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
E30 3-SERIES EVC-17601 
E36 3-SERIES (NOT 316i) EVC-17636 
E36 316i COMPACT 1995 - ON EVC-17638 
E34 5-SERIES 1989 - ON EVC-17883 
E38 7-SERIES 1994 - ON EVC-17965 
E32 7 & 8-SERIES 1989 - ON EVC-17883 


EVC-17601 EVC-17636 EVC-17638 | ^ 


D 
D 


D. 


EVC-17883 EVC-17965 © 
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Evaporator Coils: OEM Replacement 


VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
COOLTEMP STANDARD COIL 200x203x100mm ЕУС-20100 MODINE OE: EVC-004 
COOLTEMP MEDIUM COIL 215x215x100mm > EVC-20105 MODINE OE: EVC-022 
COOLTEMP LARGE COIL 240x222x100mm ЕМС-20107 MODINE OE: ЕМС-005 
d жа, 
ЕПТІ 
«ӨКІЛІНЕН, 
UC RC — d 
EVC-20100 EVC-20105 EVC-20107 
VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
CIELO TO 12/94 EVC-22383 R12 
CIELO 01/95 - ON EVC-22401 R134a METRIC FITTINGS 
1997 - ON EVC-22567 R134a 


LEGANZA, NUBIRA 


EVC-22567 


EVC-22383 EVC-22401 


DAIHATSU: Applause/Centro/Charade/Cuore 


OTHER / OEM REFERENCE 


VEHICLE MODEL / CODE YEAR PART No. TYPE 
APPLAUSE 10/89 - 09/93 EVC-23221 R12 
APPLAUSE 10/93 - 05/00 EVC-23223 R134a 
CENTRO L500 03/95 - ON EVC-23286Z  R134a 
CHARADE G100, G102 03/87 - 1993 EVC-23312 R12 
CHARADE G200, G202, G203 02/93 - ON EVC-23314 R134a 
CUORE L700S 03/99 - ON EVC-23338Z R134a 


EVC-23286Z 


EVC-23221 EVC-23223 


EVC-23338Z 


EVC-23314 
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Evaporator Coils: OEM Replacement 


DAIHATSU: Delta / Feroza / Handivan 


VEHICLE MODEL / CODE YEAR PART No. 
DELTA 04/85 - ON EVC-23395 
DELTA 08/94 - ON EVC-23398 
FEROZA F300 10/88 - 10/93 EVC-23501 
FEROZA F300 11/93 - ON EVC-23502 
HANDIVAN L701 03/99 - ON EVC-23550 


і 


4 


і 


ТҮРЕ OTHER / OEM REFERENCE 


EVC-23395 EVC-23398 EVC-23501 EVC-23502 EVC-23550 
DAIHATSU: Mira / Move / Pyzar 
VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
MIRA 660cc 02/92 - ON EVC-23594 R12 
MIRA, MOVE 03/95 - ON EVC-23596 R134a 
PYZAR G303 08/96 - 09/98 EVC-23643Z  R134a 
EVC-23594 EVC-23596 EVC-23643Z 
DAIHATSU: Rocky / Sirion / Terios 
VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
ROCKY 1986 - ON EVC-23688 R12 
ROCKY 78 I- 78 05/93 - CM CVC-23690 R134a 
SIRION 04/98 - ON EVC-23732 
TERIOS 07/97 - 05/99 EVC-23793 
TERIOS 05/99 - ON EVC-23797 


EVC-23688 


EVC-23690 


EVC-23732 


-) 


| 


ЕУС-23793 


ЕУС-23797 
© 
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Evaporator Coils: OEM Replacement 


VEHICLE 


CAPRI 
CAPRI 


CORSAIR 
COURIER 
COURIER 


ECONOVAN 
EXPLORER 


FALCON 
FALCON 
FALCON 
FALCON 
FALCON 
FALCON 
FESTIVA 
FESTIVA 
FESTIVA 


LASER 
LASER 
LASER 
LASER 
LASER 


MAVERICK 
MONDEO 
MONDEO 


RAIDER 
TAURUS 


TELSTAR 
TELSTAR 


TRADER 
TRADER 


MODEL / CODE 


SA86 
UA 


XD, XE 

XF, EA (non genuine) 
XF, EA, EBI 

XF, EA, EBI (non genuine) 
EBII, ED, EF, EL 

AU I, AU Il, AU III 

WA 

WA 

WB 

KA, KB 

KC, KE 

KF, KH 

KH 

KJ 


4 cyl. and V6 
4 cyl. and V6 


AR 
AT 


YEAR PART No. TYPE 
EVC-31014Z R12 
EVC-31020 
EVC-31112 

1985 - 1996  EVC-31624 

1991 - 1993  EVC-31630 

1989 - 1993 ЕМС-321562 

1996 - ON EVC-32205 
EVC-32400 
EVC-32418 

TO - 02/92 ЕМС-32448 
EVC-32449 

02/92 - ON EVC-32470 
EVC-32521 

1991 - 1993 ЕМС-332132 

1991 - 1993 ЕМС-33217 
EVC-33221 
EVC-33452 
EVC-33487 
EVC-33525 R12 

1993 - ON EVC-33527 R134a 
EVC-33529 R134a 
EVC-33623 

1995 - 09/99 ЕМС-33686 

09/99 - ON EVC-33688 

1991 - 1993 ЕМС-337972 

1996 - ON EVC-34101 
EVC-34155 
EVC-34173 

1988 - 1992 ЕМС-344122 
EVC-34415Z 


4 
/ 


EVC-31630 


EVC-32418 


EVC-32156Z 


M 


EVC-32448 


EVC-31112 


| 


EVC-32449 


OTHER / OEM REFERENCE 


NIPPON DENSO AIR 


AUSTRALIAN AIR 


MOST AFTERMARKET AIR; 90°. VALVE 
OE REPLACEMENT 

UNICLA REPLACEMENT; BLOCK VALVE 
OE REPLACEMENT 

OE: ER19D710A 

PLATE AND FIN 

MODINE 


TX VALVE MAY NOT BE INCLUDED 


METRIC FITTINGS 
SPRINGLOCK FITTINGS 
SPRINGLOCK FITTINGS 


EVC-32400 


l 
Ы ( — 1 


EVC-32470 @ 
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Evaporator Coils: OEM Replacement 


FORD ...contd. 


EVC-33452 EVC-33487 EVC-33525 EVC-33527 


EVC-33529 EVC-33623 


EVC-33797Z 
E 
EVC-34173 EVC-34412Z EVC-34415Z 
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Evaporator Coils: OEM Replacement 


GENERAL MOTORS 


VEHICLE 


APOLLO 
APOLLO 


ASTRA 


BARINA 
BARINA 
BARINA 
BARINA 
BARINA 
COMMODORE 
COMMODORE 
COMMODORE 
COMMODORE 
COMMODORE 
COMMODORE 
JACKAROO 
JACKAROO 
JACKAROO 


NOVA 


RODEO 
RODEO 
RODEO 


VECTRA 


MODEL / CODE 


JK, JL 
JM, JP 
LD 
MF 


SB 

VK 

VK late (some), VL 
VL 

VN, VP 

VR, VS 

VT, VX, VY 


Ще, Ше 


JR, JS 


EVC-37534 


EVC-38138 


YEAR 


1984 - 1986 
TO - 05/86 
05/86 - ON 
1988 - 1990 
1989 - 1993 
1996 - ON 
1988 - 1990 
1989 - 1993 
1993 - 1998 


| 


il 


EVC-37657Z 


EVC-37667 


EVC-38168 


PART No. TYPE 
EVC-37402Z 
EVC-37405Z 
EVC-37534 
EVC-37657Z 
EVC-37660 R12 
EVC-37662 R12 
EVC-37664 R12 


OTHER / OEM REFERENCE 


VVITH AIR INTERNATIONAL AIR 
VVITH AIR INTERNATIONAL AIR 


EVC-37667 
EVC-38075 
EVC-38077 
EVC-38138 OE REPLACEMENT 
EVC-38168 OE: VS18008 
EVC-38175 OE REPLACEMENT 
EVC-38214 OE: 92140603 
EVC-39738Z 
EVC-39740Z 235 x 218 x 81 mm 
EVC-39747 235 x 215 x 75 mm 
EVC-39916Z 
EVC-40098Z 
EVC-40100Z 235 x 218 x 81 mm 
EVC-40103Z 235 x 215 x 75 mm 
EVC-40625 

EVC-37405Z 


EVC-38175 


EVC-38214 
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Highgate Automotive Air Conditioning Catalogue EVAPORATORS 
Evaporator Coils: OEM Replacement 


GENERAL MOTORS . . cont'd. 


) 


EVC-40098Z EVC-40100Z EVC-40103Z EVC-40625 


HINO 


VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 


ON EVC-41511 R12 235 x 210 x 105 mm 

1992  EVC-41520 R12 

1996 EVC-41527 R134a CAPTIVE O-RING FITTING 
ON EVC-41534 R134a CAPTIVE O-RING FITTING 
2000 EVC-41542 R134a 


HINO FC3W / 144 1989 
HINO FD, GD 1991 
HINO MOST 1993 
HINO FC3W 1994 
HINO WITH BLOCK TX VALVE 1996 


EVC-41511 EVC-41520 EVC-41527 EVC-41534 


EVC-41542 
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EVAPORATORS Highgate Automotive Air Conditioning Catalogue 


VEHICLE 


ACCORD 
ACCORD 
ACCORD 
CIVIC 
CIVIC 
CIVIC 
CIVIC 
PRELUDE 
PRELUDE 


Evaporator Coils: OEM Replacement 


MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
1985 EVC-43132 
1986 - 1989 EVC-43143 
02/92 - ON EVC-43165 
07/84 - 1987 EVC-44178 
1988 EVC-44189 


1990 - 1993 EVC-44191 
1992 - 10/93 EVC-44193 
SFI 1988 - 1991 EVC-44525 
1994 - 1996 EVC-44541 


EVC-44191 


EVC-44193 EVC-44525 EVC-44541 


Technical Tip 


Evaporators, being in the low pressure side of the system, generally give relatively little trouble, 
however leaks can be difficult to determine as the coil is not visible in situ. 


The following may help. 


Electronic Leak Detection : 

Electronic leak detectors will often sense vapour emissions from glues, epoxies, and other 
sealing or filling compounds. 

Ultra Violet Tracer Dye is a more reliable method, but may require removal of the coil after the 
dye has been injected and the system has had some operating time. 


Checking with system off : 

The pressure in the evaporator will be higher when the system is not operating, so try checking 
for leaks with the system shut off. Don't forget to allow a little time for the system to equalize, 
and it may help if the vehicle has been in the sun for a while to allow the dash / evaporator area 
to heat up a little. 


For more information on evaporators and diagnosis, refer to pages 424 - 425 and the 
diagnosis charts on pages 447 - 448 in the Technical Section. 


Highgate Automotive Air Conditioning Catalogue EVAPORATORS 


VEHICLE 


EXCEL 
EXCEL 


LANTRA 
LANTRA 
LANTRA 
SONATA 
SONATA 
S-COUPE 
I 


CS 
MS 
EVC-45383 


Evaporator Coils: OEM Replacement 


MODEL / CODE 


X2, X3 
X3 


Ay 


£3 
226 


УЕАК РАКТ Мо. ТУРЕ OTHER / ОЕМ REFERENCE 
TO - 11/94 EVC-45383 WITH 90deg TXV 
1995 - ON EVC-45387 WITH BLOCK TXV 
1990 - 1995 EVC-45501Z 
1994 - 1995 EVC-45503 
1995 - 1997 EVC-45505 
07/94 - 03/98 EVC-45767 
05/98 - 2001 EVC-45769 
1993 - 1994 EVC-45852Z 


т 


TTT 
e 


III 
Ше 
o 


(ІШ 


дар 
III 


ENS 


(I 


4 


EVC-45505 EVC-45767 EVC-45769 EVC-45852Z 
ISUZU 
VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
ISUZU EARLY EVC-50445Z R12 VVITH AIR INTERNATIONAL AIR 
ISUZU NPR, NPS (some), plate & fin 1993 - ON EVC-50450Z WITH AIR INTERNATIONAL AIR 
ISUZU NKR, NPS (some) 4.3L 1996 - ON EVC-50461 
wr 
= 
=== 
— 
= 
EVC-50445Z EVC-50450Z EVC-50461 
JAGUAR 
VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
JAGUAR XJ40 EVC-53562 


EVC-53562 
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EVAPORATORS Highgate Automotive Air Conditioning Catalogue 
Evaporator Coils: OEM Replacement 


VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
MENTOR Series 2 К9Е 04/98 - ON EVC-55520 

SPORTAGE 1997 - ON EVC-55552 

EVC-55520 EVC-55552 

VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
KOMATSU P300-6 EVC-57249 

KOMATSU SOME EVC-57263 

EVC-57249 EVC-57263 

VEHICLE MODEL / CODE YEAR PART No. IVჩC OTHER / ОЕМ REFERENCE 
HEADLINER KA200 EVC-12342 OE: 400027 

ROOFTOP KA300 1983 - 1989 EVC-98514 OE: 400074 


EVC-12342 re EVC-98514 


Note: 
Evaporator coils for other Kysor models are available on request. Please quote details of unit when ordering. 


© 
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Highgate Automotive Air Conditioning Catalogue EVAPORATORS 
Evaporator Coils: OEM Replacement 


VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 

121 EARLY Еус-601632 R12 

121 TO - 09/94 ЕУС-601657 PLATE & FIN, JAPANESE SYSTEM 
323 1981 - 1984 Еус-60241 215 x 210 x 105 mm 

323 1983 - 1985 Еус-602432 

323 1985 - 1987 EVC-60246Z 235 x 210 x 105 mm 

323 TO - 1993 EVC-60249Z R12 TX VALVE MAY NOT BE INCLUDED 
323 1993 - ON EVC-60251Z R134a 

323 BA EVC-60255Z 

626 EARLY EVC-60288Z 

626 GD EVC-60294Z 

929 1988 - 1991 EVC-60527 DISCONTINUED - NLA 

B-SERIES 1985 - 1996 EVC-60793Z 

B-SERIES Air International Air 1985 - ON EVC-60796Z PLATE AND FIN 

E-SERIES Air International Air 1991 - ON EVC-60825Z PLATE AND FIN 

MX5 EARLY EVC-60905 R12 

MX5 1994 EVC-60907 R134a CAPTIVE O-RING FITTINGS 


JE 


EE 
ЛАМА 
EVC-60243Z 


ШШШ 
K 


+ T HHRHHHHH B 


` 21 


ЕМС-602882 EVC-60294Z EVC-60527 EVC-60793Z 


| 


| 


E 


EVC-60796Z EVC-60825Z EVC-60905 EVC-60907 © 
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EVAPORATORS Highgate Automotive Air Conditioning Catalogue 
Evaporator Coils: OEM Replacement 


MERCEDES 

VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
VITO EVC-62320 OE: 0008305158 
W116 EVC-62415 
W123 EVC-62517 
W124 300E EVC-62570 
W126 EVC-62651 
W140 1992 - ON EVC-62852 
w201 190E EVC-63184 

N 

6 

5 8 

С Е 

= 
ú 
EVC-62415 EVC-62517 
5 ) 
j ; ; 
EVC-62570 EVC-62651 EVC-62852 
EVC-63184 


VEHICLE MODEL / CODE YEAR PART No. TYPE 
CANTER Air International Air 1984 - 1989 EVC-65532Z 
GALANT HG 1989 - 1993 EVC-65663 
LANCER CA, CB 1989 - 1993 EVC-65822 
LANCER CC CVC-65847 
LANCER CE EVC-65850 
L300 SF TO - 06/94 EVC-65970Z 
L300 SJ 06/94 - ON EVC-65973Z 
MAGNA TM - ТР EVC-66170 
MAGNA TR EVC-66173 
MAGNA TS EVC-66177 
MAGNA ПЕ Ше Wink pJ 05/96 - ON EVC-66180 
MIRAGE 05/96 - 07/01 EVC-66240Z 
NIMBUS UF EVC-66292Z 
PAJERO ND - NF EVC-66664Z 
PAJERO NH - NJ TO - 08/93 EVC-66667Z 
PAJERO NH - NJ TO - 1997 EVC-66670Z 
PAJERO NH - NJ EVC-66672 
TRITON MJ 06/94 - 09/96 EVC-67339Z 
TRITON MR 03/99 - ON EVC-67342Z 

\ іші 

Š | 

| 

\ 

ს 

i ө 

=== | 

= L| 

1 > 


EVC-65532Z EVC-65663 EVC-65822 


OTHER / ОЕМ REFERENCE 


PLATE AND FIN 


TX VALVE INCLUDED 


FRONT AND REAR 


CAPTIVE O-RING FITTINGS 


235 x 215 x 75 mm 
235 x 218 x 81 mm 
NIPPON DENSO SYSTEM 


235 x 215 x 75 mm 
235 x 235 x 75 mm 


EVC-65847 
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Highgate Automotive Air Conditioning Catalogue EVAPORATORS 
Evaporator Coils: OEM Replacement 


MITSUBISHI ... cont'd. 


Шули —————# = 
ts, іш, 
Nw L 
EVC-65850 EVC-65973Z 


AM 


EVC-66180 EVC-66240Z 


| 


, 


LOLA A ES 
| 


| 


EVC-66292Z EVC-66664Z EVC-66667Z EVC-66670Z 


if 
| 


il | SS SUD 


l 
i ЕДД 


Tiy ya, 
| 


| 


EVC-66672 EVC-67339Z EVC-67342Z 


NISSAN : Bluebird / Micra / Navara 


VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
BLUEBIRD U13 EVC-70831 

MICRA K-11 EVC-71643Z 

NAVARA 1989 - ON ЕУС-72020 


7 


ТЕЛЕН 


| 


| 


| 


ET 
E 


EVC-70831 EVC-71643Z EVC-72020 


| 
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EVAPORATORS Highgate Automotive Air Conditioning Catalogue 
Evaporator Coils: OEM Replacement 


NISSAN: Patrol / Pintara / Pulsar / Skyline 


VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
PATROL DIESEL (EARLY) EVC-72279 
PATROL METRIC Еус-722872 METRIC FITTINGS 
PATROL SOME (NOT GQ) EVC-72289 MAY BE NLA 
PATROL GQ EVC-72294 METRIC FITTINGS 
PINTARA 1986 - 1990 EVC-72423 WITH BLOCK VALVE 
PINTARA 1990 - ON EVC-72425 WITH 90deg. VALVE 
PINTARA U12 EVC-72432Z 
PULSAR N13 EVC-72547Z 
PULSAR N14 EVC-72550 CALSONIC COMPRESSOR 
PULSAR N14 EVC-72553 ZEXEL COMPRESSOR 
PULSAR N15 06/96 - 10/99 EVC-72684 
SKYLINE 1986 - 1990 EVC-72423 WITH BLOCK VALVE 
SKYLINE 1990 - ON EVC-72425 WITH 90deg. VALVE 
£a, 
EVC-72279 EVC-72287Z EVC-72289 EVC-72294 
(may be NLA) 
(^Y 
EVC-72423 EVC-72425 EVC-72432Z EVC-72547Z 


Š: 


ú | Е 
ОШ LL 


EVC-72550 EVC-72553 EVC-72684 


VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / ОЕМ REFERENCE 
PERSONA EVC-76540 R134a 
SATRIA EVC-76610Z R134a 
WIRA EVC-76615Z R134a 


EVC-76540 
EVC-76610Z 
Еус-766152 
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Highgate Automotive Air Conditioning Catalogue EVAPORATORS 
Evaporator Coils: OEM Replacement 


VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
EVAPORATOR R2000 EVC-12422 OE: 2-0993-1; 2-0993-0 
EVAPORATOR ` R5045 EVC-12792 OE: 2-1370-0; 76К7070 
EVAPORATOR R7810 EVC-12830 OE: 3312; 76R6400 
EVAPORATOR ` R7820, R7830 EVC-12832 OE: 2-1316-0; 76R6350 
EVAPORATOR К8545 EVC-12872 ОЕ: 2-1664-0; 76R5300 
ROOFTOP R6000 EVC-98612 OE: 2-1195-0; 76К5500 
ROOFTOP R9727 LATE EVC-98713 OE: 2-1121-2; 76К7100 


EVC-12422 EVC-12792 EVC-12830 EVC-12832 


EVC-12872 EVC-98612 EVC-98713 
SAAB 
VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
SAAB 900 EVC-78650 OE7495260 


Н ЕМС-78650 
VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
747, 848 UNDERDASH EVC-11472 OE: 51121-10321 
921 UNDERDASH EVC-11492 OE: 51121-10160 
EVC-11472 EVC-11492 
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EVAPORATORS Highgate Automotive Air Conditioning Catalogue 
Evaporator Coils: OEM Replacement 


VEHICLE 


LIBERTY 
LIBERTY 


VEHICLE 


ALTO 
BALENO 
SIERRA 
SIERRA 
SWIFT 
SWIFT 
SWIFT 
SWIFT 
VITARA 
VITARA 


MODEL / CODE 


MODEL / CODE 


1600, 1800 

1300 

1300 

Air International Air 
1300, 1600 


JX, JLX 


YEAR PART No. 

TO - 1994 EVC-80263 
1994 - 1997 EVC-80341 

EVC-80263 

YEAR PART No. 
03/86 - ON EVC-81284 
1995 - ON EVC-81301 
1985 - ON EVC-81622 
03/94 - ON EVC-81625 
03/84 - 09/88 ЕМС-818412. 
1985 - 1990 ЕМС-818432 
10/88 - ON EVC-81846Z 
06/94 - ON EVC-81849 
1/9/88 - 30/9/88 ЕМС-82491 
10/88 - ON EVC-82493 


— 4 
а 


Еус-818432 


EVC-82491 


TYPE 


R12 
R134a 


TYPE 


R12 


R12 
R134a 
R12 
R12 
R12 
R134a 
R12 
R12 


OTHER / ОЕМ REFERENCE 


OE: 73523AC 


EVC-80341 


OTHER / ОЕМ REFERENCE 


CAPTIVE O-RING FITTINGS 
PLATE AND FIN 


CAPTIVE O-RING FITTINGS 


EVC-81849 


EVC-82493 
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Highgate Automotive Air Conditioning Catalogue EVAPORATORS 
Evaporator Coils: OEM Replacement 


TOYOTA: Avalon / Camry 


VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
AVALON EVC-84501Z 

CAMRY SV11 EVC-85174 

CAMRY SV20, SV21, SV22 EVC-85182 

CAMRY SDV10 EVC-85211Z WIDE BODY 

CAMRY SXV20, MCV20 08/97 - ON EVC-85214Z 


ЗЕ EWE JA. (ETE 
EVC-84501Z EVC-85174 EVC-85182 EVC-85211Z EVC-85214Z 
TOYOTA: Celica/Corolla 
VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
CELICA RA60 EVC-85232 
CELICA ST162 EVC-85234Z 
CELICA ST204, ST205 11/93 - 08/95 EVC-85236 
CELICA ZZ231R 08/99 - ON EVC-85239 
COROLLA KE70 EVC-86305 215 x 240 x 85mm 
COROLLA AE82 EVC-86327 
COROLLA AE86 1985 - ON EVC-86330 R12 235 x 215 x 105 mm 
COROLLA AE90, AE92, AE93, AE95 EVC-86354 R12 
COROLLA AE92, AE94, AE95, AE96 EVC-86373 R134a CAPTIVE O-RING FITTINGS 
COROLLA AE101, AE102 EVC-86387 255 x 235 x 90 mm 
COROLLA AE112 08/98 - ON EVC-86391 250 x 235 x 90 mm 
COROLLA ZZE122R EVC-86396 


d 


EVC-85232 EVC-85236 EVC-85239 EVC-86305 


ШЕВ 


ЕУС-86327 ЕУС-86330 


ЕУС-86387 ЕУС-86391 ЕУС-86396 
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EVAPORATORS Highgate Automotive Air Conditioning Catalogue 
Evaporator Coils: OEM Replacement 


TOYOTA: Corona / Cressida 


VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
CORONA RT132, XT130 EVC-86545 

CORONA ST141 EVC-86550Z 

CRESSIDA MX62 EVC-86568 

CRESSIDA MX73 EVC-86577 

CRESSIDA MX83 EVC-86582 OE: 047600-6330 


LI 


EVC-86545 


EVC-86577 


EVC-86582 
TOYOTA: Dyna 
VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
DYNA 1986 - 1993 EVC-86704Z R12 
DYNA 1993 - 1995 Еус-867082 R134a CAPTIVE O-RING FITTINGS 
DYNA BU142, LY211 1999 - ON EVC-86712 


EVC-86704Z EVC-86708Z EVC-86712 


TOYOTA: Echo 


VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 


ECHO 08/99 - ON EVC-86815 


ს. 


EVC-86815 
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Highgate Automotive Air Conditioning Catalogue EVAPORATORS 


Evaporator Coils: OEM Replacement 


VEHICLE MODEL / CODE 
HIACE 

HIACE 

HIACE RZ, LH 
HIACE SBV RCH12 
HILUX LN, RN, YN 
HILUX LN, RN, YN 
HILUX LN, RZN 
HILUX 4-RUNNER 

HILUX 4-RUNNER LN, RN, YN 
HILUX 4-RUNNER LN, RN, VZN 
HILUX SURF LN, RN, YN 


TOYOTA: Hiace / Hilux 


YEAR 
1982 - 1989 
1985 - ON 
1994 - 1998 
09/95 - ON 
1988 - ON 
12/93 - 07/94 
08/97 - ON 
1987 

1990 - 1993 
1990 - 1993 


PART No. 


EVC-87135 
EVC-87142 
EVC-87150 
EVC-87154 


EVC-87343 
EVC-87345 
EVC-87347 
EVC-87382 
EVC-87384 
EVC-87386Z 
EVC-87384 


TYPE 


R12 
R12 
R134a 


R12 


OTHER / OEM REFERENCE 


GENUINE NIPPON DENSO COIL 
245 x 225 x 105 mm 
295 x 220 x 90mm 


CAPTIVE O-RING FITTINGS 


» 


EVC-87345 EVC-87347 EVC-87382 EVC-87384 EVC-87386Z 
TOYOTA: Landcruiser 
VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
LANDCRUISER FJ60, HJ60 EVC-88522 
LANDCRUISER  FJ70, HJ70 EVC-88585 
LANDCRUISER | FZJ70, HZJ70 EVC-88591 612 
LANDCRUISER | FZJ78, FZJ79 EVC-88644 R134a CAPTIVE O-RING FITTINGS 
LANDCRUISER НОЈ80, HZJ75 EVC-88644 R134a CAPTIVE O-RING FITTINGS 
LANDCRUISER 80 SERIES EVC-88653 R12 R12 ONLY 
LANDCRUISER 80 SERIES EVC-88655 R134a  R134a ONLY 
LANDCRUISER 100 SERIES EVC-88659 ^ R134a 
LANDCRUISER SAHARA HJ60 EVC-88701 REAR COIL 
EVC-88591 EVC-88644 
W Tre 
| Hi il "А 
| I i X 
| ИНЕ The 
1 
i И 
Hii 
_ J ч, 
EVC-88653 EVC-88655 EVC-88659 EVC-88701 © 
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EVAPORATORS Highgate Automotive Air Conditioning Catalogue 
Evaporator Coils: OEM Replacement 


TOYOTA: Lexus 


VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / ОЕМ REFERENCE 
LEXUS ES300 08/93 - ON EVC-88742 
LEXUS LS400 12/89 - 08/92 EVC-88744 


EVC-88742 EVC-88744 
TOYOTA: Lite-ace 
VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
LITEACE CM, KM 1986 - 1990 EVC-88760 R12 
LITEACE YM30, YM40 EVC-88762 R12 REAR COIL 
— tì 
EVC-88760 J EVC-88762 
TOYOTA: MR2 / Paseo 
VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
MR2 AW11 10/87 - 02/90 EVC-88809 R12 
MR2 SW20 03/90 - 08/93 EVC-88812 R12 
MR2 SW20 09/93 - 12/99 EVC-88815 R134a 
MR2 ZZW30 12/99 - ON EVC-88817 R134a 
PASEO EL44 04/91 - 08/93 EVC-88884 R12 
PASEO EL44, EL54 08/93 - 09/95 EVC-88886 R134a 
PASEO EL54 08/96 - ON EVC-88888 R134a 


— — 
7 ЭЛТ me 


EVC-88812 EVC-88815 EVC-88817 


EVC-88884 EVC-88886 EVC-88888 © 
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Highgate Automotive Air Conditioning Catalogue EVAPORATORS 
Evaporator Coils: OEM Replacement 


TOYOTA: Prado/ RAV - 4 


VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
PRADO ALL 05/96 - ON EVC-88932 
RAV -4 03/94 - 08/97 ЕМС-889847 
RAV -4 09/97 - 07/00 EVC-88986 
RAV -4 ACA20, ACA21 08/00 - ON EVC-88987 


VEHICLE MODEL / CODE YEAR PART No. 
1993 - 1997 EVC-89091 R134a 245 x 195 x 105 mm 


EVC-88932 EVC-88984Z 


EVC-88986 EVC-88987 


TOYOTA: Spacia 


TYPE OTHER / OEM REFERENCE 


SPACIA 
SPACIA SR40 (SOME) EVC-89094 R134a 260 х 220x 90mm 
SPACIA SR40 01/98 - ON EVC-89097 255 х 155 x 90mm 
EVC-89091 EVC-89094 EVC-89097 
TOYOTA : Sprinter / Starlet / Supra 
VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
SPRINTER AE86 1985 - ON EvC-89120Z R12 
STARLET 01/96 - 07/99 EVC-89150 
SUPRA MA70 1986 - 1990 EVC-89227 R12 


Lg 


EVC-89120Z EVC-89150 EVC-89227 
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Highgate Automotive Air Conditioning Catalogue 


Evaporator Coils: OEM Replacement 


TOYOTA: Tarago 


VEHICLE MODEL / CODE YEAR PART No. IVჩC OTHER / ОЕМ REFERENCE 
TARAGO CR, YR 1984 - 1986 EVC-89548 R12 
TARAGO YR31 1986 - ON EVC-89549 
TARAGO TCR 08/91 - 09/93 EVC-89552 R12 
TARAGO TCR10, TCR11 08/93 - ON EVC-89554 R134a 
TARAGO ACR30 06/00 - ON EVC-89557 R134a OE: 447600-3040 
% 
т | III | |, 


EVC-89548 EVC-89549 EVC-89552 EVC-89554 


EVC-89557 


TOYOTA: Town-ace 


VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / ОЕМ REFERENCE 
TOWNACE KR42 10/96 - ON EVC-89653Z 260 x 220x 90 mm 


TOVVNACE 1993 - 1997 EVC-89655Z R134a 245 x 195 x 105 mm 


EVC-89653Z EVC-89655Z 
VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
SUPERKING UNDERDASH EVC-11592 OE: CO111 
SUPERQUEEN CEILING MOUNT EVC-12512 N.L.A. 


= 


EVC-11592 EVC-12512 
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Highgate Automotive Air Conditioning Catalogue EVAPORATORS 


Evaporator Coils: OEM Replace 


VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
PASSAT Еус-898352 
TRANSPORTER NIPPON DENSO AIR Еус-89901 


Еус-898352 Еус-89901 
VEHICLE MODEL / CODE YEAR PART No. TYPE OTHER / OEM REFERENCE 
700 SERIES 740 1982 - 1989 EVC-90157 92mm THICK COIL 
700 SERIES 1985 - 1993 EVC-90168 
700 SERIES 740, 760 1988 - 1996 EVC-90174 73mm THICK COIL 
850 1992 - 1993 EVC-90181 
700-900 SERIES 1985 - 1993 EVC-90192Z 73mm ТНІСК COIL 
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EVC- 90181 EVC-90192Z 


Technical Tip 


Always check the efficiency of an evaporator coil by checking the coil temperature. 


The temperature of the coil itself should be around 0-2°C. 


If it is too cold, ice-up may occur. 
If it is not cold enough, airflow temperature at the vents will be inadequate. 


Remember ! 
If the system is operating correctly, and the coil temperature is within the correct range, 


the problem is not the system or the coil. Possible causes might be : 
* heater / heater valve / heater control malfunction, 

VM • thermostat incorrect or faulty, 

• thermostat capillary incorrectly positioned. 


For more information on evaporators and diagnosis, refer to pages 424 - 425 and the 
diagnosis charts on pages 447 - 448 in the Technical Section. © 


